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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 112409 
12 

ORIGIN HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /024 R 
66611 

DRAFTED BY: DHEW/PHS/HRAAVHCOPE:CT 
APPROVED BY: OES/SCI/BMP:MSBEAUBIEN 
DHEW/ASH/OIH/RFISCHER 
OES/SCI/SEP:JGSAMPAS 
EUR/EE:DMILLER (INFO) 

025712 

R 142120Z MAY 75 
FM SECSTATE WASHDC 
TO AMEMBASSY WARSAW 

UNCLAS STATE 1 12409 

E.O. 11652: NA 

TAGS: TPHY, OSCI, TBIO, PL 

SUBJ: DHEW/PHS - DEVELOPMENT RESEARCH PROJECT "EVALUATION OF 
QUALITY OF URBAN HEALTH CARE" 

REF: A. PERSONAL COMMUNICATION DR. SANECKI TO DR. COPE, 

HRA/DHEW, APRIL 7, 1975; (B) PERSONAL COMMUNICATION SCIATT 
TO DR. COPE, HRA/DHEW, NOVEMBER 25, 1974 

1. PREVIOUS REF PERSONAL COMMUNICATIONS AND RECENT MEETING 
WASHINGTON DR. COPE/DR. WOJTCZAK HAVE INDICATED DEVELOPMENT 
SUBJECT PROJECT HIGH PRIORITY MOH/SW. THIS AREA RESEARCH 
ALSO HIGH PRIORITY NATIONAL CENTER FOR HEALTH SERVICES 
RESEARCH, HRA. DR. COPE, DIRECTOR, INTERNATIONAL PROGRAMS, 

HRA AND DR. G. ROSENTHAL, DIRECTOR, NCHSR, WORKING JOINTLY 

WITH NCHSR STAFF DEVELOPING BASIC GUIDELINES AND RECOMMENDATIONS 
FOR HRA INPUT TO RESEARCH DESIGN. NCHSR HAS ACCEPTED U.S. 
RESPONSIBILITY CONSULTATION AND REVIEW RESEARCH DESIGN AND 
SURVEILLANCE WHEN IMPLEMENTED. NON-GOVERNMENT EXPERTS ALSO 
CONSULTED. 

2. REQUEST EMBASSY INFORM DR. MAREK SANECKI, VICE DEAN, 
UNCLASSIFIED 

UNCLASSIFIED 
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FACULTY OF SOCIAL MEDICINE, POSTGRADUATE MEDICAL CENTER OF 
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EDUCATION, WARSAW, DR. COPE CAN VISIT POLAND WEEK JUNE 23 
OR LATER DATE IF MORE CONVENIENT.TO CONFER REGARDING 
DETAILS PROJECT, SELECTION CONSULTANTS, ETC. DR. COPE ALSO 
WISHES DISCUSS WITH SCIATT AND MR. SIEKLUCKI, MOH/SW, TECHNICAL 
DETAILS FUTURE TRIPARTITE (HRA, MOH/SW, WHO) COOPERATION 
IN PROJECT. 

3. PLEASE ADVISE RE SUITABILITY SUGGESTED TIME 
COPE VISIT. KISSINGER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RESEARCH, HEALTH, PROGRAMS (PROJECTS) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 14 MAY 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 12409 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DHEW/PHS/HRA/WHCOPE:CT 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 70-0692 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750552/aaaabvde.tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUL 2003 by maginmm>; APPROVED <05 FEB 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DHEW/PHS - DEVELOPMENT RESEARCH PROJECT "EVALUATION OF QUALITY OF URBAN HEALTH CARE" 
TAGS: TPHY, OSCI, TBIO, PL 
To: WARSAW 
Type: TE 
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